FORT WAYNE’S NEWEST AND FINEST 
YEAR ‘ROUND AIR-CONDITIONED 

HOTEL INDIANA 

Home of the "World’s Best Beds." 250 rooms from 
$2.50. Combination Tub and Shower Bath. INDIANA 
Room, one of the most beautiful rooms in America, 
includes Cafe, Cocktail Lounge and Circular Bar. 
Famous for foods and beverages — popular prices — 
music and entertainment—no minimum or cover charge. 
Located on U. 5. Routes 
No. 30, 24, 33 and 14. 

Garage Service at Door. 
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FORT WAYNE, INDIANA 




























